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UNCLASSIFIED 

PAGE 01 BUJUMB 00412 09I505Z 

43 

ACTION AF-06 

INFO OCT-OI ISO-00 AID-05 /012W 

101779 

P091419ZJUN75 

FM AMEMBASSY BUJUMBURA 

TO SECSTATE WASHDC PRIORITY 4871 

UNCLAS BUJUMBURA 412 

FOR SEGALL/PYLE 

E.O. 11652: N/A 
TAGS: EAID 

SUBJ: SPECIAL SELF-HELP COLD STORAGE EACILITIES 

REE: STATE 86840 

1. EMBASSY WOULD LIKE TO CONFIRM ORDERING PROCEDURES FOR 
PURCHASING COLD STORAGE EQUIPMENT. 

2. AVAILABLE INEORMATION SUGGESTS EMBASSY SHOULD MAKE OUT 
PURCHASE REQUEST AND GOVERNMENT PURCHASE ORDER TO U.S. ARMY 
MOBILITY EQUIPMENT COMMAND, ST. LOUIS, MO. SINCE REETEL 
REQUESTS COORDINATIONXWITH DEFENSE SUPPLY AGENCY, CAMERON 
STATION, VA., MAY WE SEND ORDER TO ST. LOUIS THROUGH EXECUTIVE 
DIRECTOR, DEFENSE SUPPLY AGENCY, CAMERON STATION? IN ANY EVENT, 
WE NEED FULL ADDRESS OF U.S. ARMY MOBILITY EQUIPMENT COMMAND, 

ST. LOUIS, MO. 

3. REGARDING GRB CONTRIBUTION OF GENERATOR WORTH $10,520, IS 
THERE SPECIEIC PROCEDURE DEEENSE SUPPLY AGENCY SUGGESTS EMBASSY 
FOLLOW FOR TRANSFERRING CURRENCY? 

4. EMBASSY WOULD APPRECIATE RESPONSE ASAP AS IT WOULD LIKE TO 
MAKE GOVERNMENT PURCHASE ORDERS BEFORE REGULAR LOCAL B&F 
OFFICER DEPARTS JUNE 12 ON TWO-MONTHS HOME LEAVE. 
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